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Operating Instructions 



DREAM MACHINE 



Sony Corporation ® 1 993 Pnrrofl in Malaysia 



To prevent fire or shock hazard, do not expose the unit 
to rain or moisture. 
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CAUTION TO REDUCE THE RISK OF ELECTRIC SHOCK, 



A 



This symbol is intended to alert the user to the presence of 
uninsulated "dangerous voltage" within the product's 
enclosure that may be of sufficient magnitude to constitute 
a risk of electric shock to persons. 



I- i This symbol is intended to alert the user to the presence of 

\ important operating and maintenance (servicing) instructions 

\ in the literature accompanying the appliance. 



The graphical symbols are on the bottom andosura. 
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Before You Begin 

Thank you for choosing Ins Sony Dream 
Machine"' The Dream Machine wik give you 
many hours of reliable service and listening 

Before operating the Dream Machine, please re 
Ihese instructions thoroughly and retain them to 



Installing the Battery 

To keep good time, your Dream Machine need* 
one 6F22 battery (not supplied), in addition to 
house current. The battery keep* the clock 
opera ling in the evem of a power interruption. 
Before setting the time on your Dream Machine, 
open the Ik) at the bottom ol the unit, install the 
battery with correct polarity and then close the Hd. 



Knowing When To R 

• To check Battery power, unplug the power cord 
from the wall outlet and plug it In again after a 
few minutes If the displayed time is incorrect. 



Features 



•Dual alarm 

• Date display 

• Forward/reverse time setting 

■ Full power backup to keep me clock and the 
alarm (radio and buzzer) during a power 
interruption with a 6F22 batten/ (not supplied) 



Setting the Clock and 
the Date 

Setting Itw Clock 

1. Plug in the unit. 

The display will flash "AM 12 . 00". 

2. While holding town CLOCK, press 
either + or - under TIME SET till the 
correct time appears in the display. 
When you release CLOCK, the clock 
begins to operate. 

• To set the current nme rapidly. Keep pressing 
the * or - button to advance or return to a bme 
that is within a few minutes of the current time 
Then press the * or - button to set the nme to 

Setting the Date 

1 . While holding down SNOOZE/DATE/ 
SLEEP OFF. press either ♦ or - under 
TIME SET till the correct date appears in 
the display. Then, release SNOOZE/ 
DATE/SLEEP OFF. 

- To display the date, press SNOOZED ATE' 
SLEEP OFF. The display returns to the current 
time when you release SNOOZE/OATE/SLEEP 



Playing the Radio 

1 . Press RADIO ON/SLEEP to turn on the 
radio and adjust VOL< volume). 

2. Select FM or AM, and tune in a station 
using the TUMNG dial. 



Setting the Alarm 



adjust the volume. 

1 . While holding down ALARM A RADIO 

(for the radio) or B BUZZER (for the 
buzzer), press either + or - under TIME 
SET till the desired time appears in the 
display. When you release ALARM A or 
B, the ALARM A or B indicator stops 
flashing and lights up, and the current 
time appears in the display. 
The alarm will come on at the preset 
time and automatically turn itself off after 
59 minutes. 

-If you set ALARM A and ALARM B at the same 

desired time, only ALARM A wHI work. 
- To shut olf the alarm, press RADIO OFF/ 
ALARM RESETOFF 

The alarm wtt come on at the preset time trie 
next day. 

• To cancel either alarm, while hok*ng down the 
ALARM A or ALARM B button, press RADIO 
OFF/ ALARM RESET/OFF. 



Setting the Sleep Timer 



1 . Press RADIO ON/SLEEP. 

The radio turns on. It will go off after the 
preset bme has passed. You can set the 
Sleep timer of 90, 60, 45, 30 or 15 
minutes. 

Every push changes the display as 



Curranl time —On —90— 60 -i 
* — 15 — 30 — 45—' 



press 3NOOZE/DATE SLEEP OFF 

Precautions 

■ Operate the unit on the power sources speafi 
in "Specifications". 

■ To disconnect the power cord, pull it out by th 
plug, not the conl. 

• Do not place the unit on surfaces (rugs. 
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• Should anything laH into the unit, unplug the unit 



If you have any qi 
concerning your unit, plien consult your 
neateet Sony dealer. 



Specifications 



_»: FM: 87.8- 108 MHi 
AM: 530- 1,610 kHi 
Ipeeksr: Appro*. 6. 6 cm (2 >l, inches) dia. 
'ower output: 90 mW (at 10 % harmonic 
distortion) 



1 20 V AC , 60 Hz 

For power backup: 9 V DC. one 6F22 battery 
• Battery lite: Appro*. 35 hours using the Sony 

S-C06P(U) battery 

Dimensions: Appro*. 210 x 58 x 153 mm (wVMd) 
(B 'i s x 2 >),x6Vi inches) incl. projecting 
parts and controls 

Men: Appnu. 600 g {lb Soi) not ind. battery 

Design and specifications are subtect to change 
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- To check the preset time, press ALARM A or B. 
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Before You Begin 

Thank you for choosing the Sony Dream 
Machine"' The Dream Machine wi* give you 
many hours of reliable service and listening 

Before operating the Dream Machine, please read 
these instructions thoroughly and retain !hem for 



Installing the Battery 

To Keep good time, your Oream Martina need* 
one 6F22 battery (not supplied), in addition to 
house currant The battery keepa the ctocK 
operarmg in the event of a power interruption. 
Before settmg the time on your Dream Machine, 



battery with con-eci polarity and th 



Knowing When To R 

■ To check battery power, unplug the power cord 
from tre wall outlet and plug It in again alter a 
few minutes. If the displayed time is incorrect. 



Features 



■ Forwardyreverse tir 



Setting the Clock and 
the Date 

Setting th* Clock 

1. Plug in the unit. 

The display wilt flash "AM 1 2 : 00". 

2. While holding down CLOCK, press 
either + or- under TIME SET blithe 
correct time appears in the display. 
When you release CLOCK, the clock 
begins to operate. 

• To set the current oma rapidly, Keep pressing 



Setting the Date 

1 . While holding down SNOOZE/DATE/ 
SLEEP OFF. press either ♦ or - under 
TIME SET till the correct dale appears in 
the display. Then, release SNOOZE/ 
DATE/SLEEP OFF. 



Playing the Radio 

1 . Press RADIO ON/SLEEP to turn an trie 
radio and adjust VOLlVolume). 

2. Select FM or AM, and tune in a station 
using the TUMNQ dial. 

• To turn off the radio, press RADIO OFF/ALARM 
RESET OFF 

■ To improve radio reception 
FM: Since the antenna a encased in the AC 
power cord, extend the cord to improve FM 



Setting the Alarm 



1 . While holding down ALARM A RADIO 
(tor the radio) or B BUZZER (for the 
ouiier), press either + or - under TIME 
SET till the desired time appears in the 
display When you release ALARM A or 
B, the ALARM A or B indicator stops 
flashing and lights up, and the current 
time appears in the display. 
The alarm will come on at the preset 
time and automatically turn itself off after 
59 minutes. 

■ If you set ALARM A and ALARM Bat the same 

desired time, only ALARM A win work. 

■ To shut oft (he alarm, press RADIO OFF/ 
ALARM RESET/OFF 

The alarm wHI come on at the preset ttme the 
next day. 

■ To cancel either alarm, while holding down the 
ALARM A or ALARM B button, press RADIO 
OFF/ALARM RESET/OFF 

• To doze for « few more minutes, preaa 
SNOOZbDATBSLEEP OFF 
The alarm w*l shut off. but win coma on again 
after about 6 minutes. You can repeat this 
process as many Hmee as you like. 

- To adjust the radio alarm volume, turn the VOL 

- To check the preset time, press ALARM A or B. 



Setting the Sleep Timer 



1 Press RADIO OH/SLEEP. 

The radio turns on. It will go off after the 
preset time has passed. You can set the 
sleep timer of 90, 60, 45, 30 or 15 



Current time —On —90—60 -> 
* — 15 — SO— 45— ' 



Precautions 



>r sources specrtiad 
0, pull it out by the 



- Operate the unit on the po» 
in "Soeciftcaflons". 

■ To disconnect the power cc 
plug, not the cord. 

• Do not place the unit on surfaces (rugs. 
Blankets, etc) or near materials (curtains, 
drape nasi that block the ventilation holes. 

■ Should anything taH into the unit, unplug the unit 
and have it checked by qualified personnel 
before operating it further. 

■ To clean the casing, use a soft doth dampened 
with a mild detergent solution. 

Battery Warning 

When the unit win be left unplugged for a long 
time, remove the battery to avoid undue battery 
W damage to the unit from battery 



concerning your unit, pteeee consult your 
nee pa it Sony dealer. 



Specifications 



I: FM:87 6- tOSMHi 
AM: S30- 1,610 kHi 
Speaker: Apprm.6.6 cm (2 Vs inches) di. 
Power output: 90 mW (at 10 % harmomc 



VDC, a 



I6F22EK 



* Battery trie: Approx. 35 hours using the Sony 

S-rJOSP(U) battery 
Dimension*: Appro* 210 « 58 x 153 mm Iw/h/d) 

(8 Vg »2»/(xl V, inches) kid. protecting 

parts and controls 
Hsu : Appro*. 600 g (11b Soil not ind. battery 



Design and specrncabons ar 



subject to change 



